to 


MELODY  TIME  MUSEUM 

241  E.  Bennett  Ave. 
Cripple  Creek,  Colorado 

TIFFANY  ART  GLASS  WINDOW 
"LANDING  OF  COLUMBUS" 
15  FT.  TALL  -  7V2  FT.  WIDE 
Made  in  1904 
Cost  $20,000 
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